CATHEDRAL  OF 
THE  QUEEN  OF  THE  HOLY  ROSARY 

Toledo,  Ohio 
This  magnificent  structure  is  the  sole  cathedral  in 
the  world  built  in  16th  century  Spanish  Plateresque 
architectural  style.  The  interior,  with  its  frescos 
of  wall  and  ceiling,  stained  glass  windows  and 
all  the  stately  furnishings  is  particularly  impressive 
and  inspiring. 
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